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6. said that the first Delta Data 
with comp^t^woix^processing capability will not be avail- 
able until mid 1980. 

7 . ^^^^^H^^^argued for keeping ODP ' s options open 
rather thar^se^l^ig prematurely on a final solution. 

8. The Board concluded that word processing proposals 
with reasonable requirements should not be delayed until 
some standard^ or standards are established. Each proposal 
should be evaluated on its own merits and an appropriate 
solution implemented as soon as practical. Where publishing 
applications are involved, however, the customer will be 
steered to the NBI 3000, and once the Delta Data is avail- 
able, it is expected to satisfy most routine word processing 
requirements. 
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